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Adolescence, growth at, [Tanner] 722 
Adrenal cortex, surgical physiology of, [Hardy] 


721 
Allergy, regional, of the United States, Canada, 
eases and Cuba, [Samter and Durham, 
eds. 
Amebiasis, [ - 395 
Anatomy and physiology, textbook of, 
and Gray] 485 
Anesthesia, geriatric, [Lorhan] 483 
Anesthesia, hypothermic, [Virtue] 556 
Anesthesia, obstetrical, [Hershenson] 536 
— regional, complications of, [Moore] 


[Kimber 


Anesthesia, selection of, [Adriani] 484 
therapy in medical 
[Flippin and Eisenberg] 204 
Anus, rectum, and colon: Atlas of operative 

technic, [Bacon and Ross] 30 
Anxiety and stress, [Basowitz et ald 202 
Arthritis and rheumatism 271 
clinical, [Cantarow and Trumper] 
3 


practice, 


Bleeding, arrest of, [Roskam] 538 

Blood pressure, high, [Pickering] 537 

Bone, living, in health and disease, 
et al.) 

Cancer cells, [Cowdry] 5 

Cancer, truth about, [Cameron] 752 

Cardiac diagnosis, [Rushmer] 751 

Cardiac i. and heart failure, [Master 
et a 

Chlorpromazine and mental health, 556 

Communicable diseases, [Top] 

Convulsive disorders in and 
treatment of, [Livingston] 1 

Cornell conferences on therapy, iGold, ed.] 271 

Cough syncope, [Derbes and Kerr] 722 


[Stein 


Cyclopedia of —— surgery, specialties, 
[Piersol, ed.] 3 
Dermatitis, atopic, Baer] 536 
simplified, [Beardwood 


Diabetic management, 
and Kelly] 202 
Binggeste, differential, [Harvey and Bordley] 

Diagnosis, surgical, elements of, [Gould] 31 
mere human, Shearer’s manual of, [Tobin, 


Doctor and patient, [O’Neill] 142 
Doctor and patient ag the ¥ [Regan] 556 


Doctor writes, Me aife, ed 1,595 
Doctor’s book of hours, [Moore] 536 
Drug index, American, [Wilson and Jones] 538 


=n, om and throat, diseases of, [Morrison] 
5 


Earning a living, guide to, [Cunningham and 
Reed] 7 

Elbow, surgery of, [Smith] 272 

Electrocardiography, [Dimond] 201 

Electrocardiography, primer of, [Burch and 
Winsor] 394 

Emergency treatment and management, [Flint] 


Endocrine disorders of menstruation and fer- 


tility, management of, [Jones] 271 
Endocrinology, practical, {Hurxthal et al.] 142 
textbook of, [Williams, ed.] 


Endocrinology, 
483 


Enteritis, regional, [Boyce] 556 
—_ reconstructive surgery of, [Hughes] 


Fertility, studies on, [Harrison, ed.] 333 

Financing hospital care in the United States; 
volume 1, [Commission of Financing of 
Hospital Care] 32 

Forceps deliveries, [Dennen] 484 

eer and joint injuries, [Watson-Jones] 


Genetics, medical, counseling in, [Reed] 555 
Grenz ray therapy, {Bucky and Combes] 203 
-surgical techniques, [Lowrie, ed.] 


Heart, auxiliary, [Wasson] 752 

Heart’ disease, [Goldberger] 484 

Heart disease and industry, [Texon] 141 
Heart disease, clues in the diagnosis and treat- 


ment of, [White] 333 
Heart disease, congenital, [Kaplan and Rob- 


inson] 

Heart di unc , [Reich] 32 

Hematology, proceedings of the Fourth Inter- 
national Congress of the - So- 
ciety of, [de Asua et al., 

Hemorrhage of Pregnancy, 485 

Hernia, [McVay] 5 

Hydration and clinical 
disorders of, [Welt] 3 

Hypotension: and = fail- 
ure, [Weil] 667 

Hysterectomy, [Burch and Lavely] 272 

Iliac pain in women, chronic, [Atlee] 537 


VIII 


hhysiology and pathology of, 
Meyer and Nassau] 

surgical, Pulaskil 270 

Intestinal obstructions, [Wangensteen] 394 

Ion exchange and adsorption agents in medi- 
cine, [Martin] 142 

Kinesiology of the human or [Steindler] 30 

Knee, diseases of, [DePal ma] 3 

Laboratory methods, medical be’ public health, 
{Simmons and Gentzkow, eds.] 270 

Liver, pancreas, and biliary tract, practical 

management of disorders of, [Twiss and 
Oppenheim] 204 

Lungs, clinical physiology of, [Drinker] 722 

Mayo Clinic, [Wilder] 333 

Mayo Clinic and Mayo Pouniption, collected 
papers of, my et al., 

Medical care of the aged and pa ill, 
[Homburger] 203 

Mental disease, medical treatment of, [MecCar- 
thy and Corrin] 141 

Migraine and periodic headache, [Leyton] 332 

Mycology, practical medical, Titecner! 484 

Neurology, practical, [Davidoff and Feiring] 

New and nonofficial remedies, [American Med- 
ical Association] 

Nursing practice and the law, [Lesnik and 
Anderson] 748-Pu. 

Nursing, surgical, [Eliason et al.] 204 

Nutrition an metabolism, standard values in, 
[Albritton, ed.] 2 

Obstetric and 
Holland and Bourne, eds.] 1 

Obstetric difficulties, management [Titus] 


British, 


Obstetrics and gynecology, modern trends in, 
[Bowes, ed.] 722 

Office procedures, [Williamson] 271 

Operative orthopedic clinics, [Cozen and Brock- 
way] 272 

Orthopaedics, clinical, [DePalma, ed.] 272, 334, 
485, 721 


Pain, [White and Sweet] 394 

Pathology, [Herbut] 331 

Pathology for the surgeon, [Boyd] 394 
Pathology, human, [Karsner] 538 

Patients, talking with, [Bird] 668 

Pediatric diagnosis, [Green] 141 

Pediatric years, [Spekter] 486 

Pediatrics, clinical, survey of, [Slobody] 270 
Pediatrics, practical fluid therapy in, [Hill] 334 
Pelvic relaxations and herniations, [Wilson] 


668 
Peptic ulcer, [Barborka and Texter] 721 
Perimetry, [Zuckerman] 204 
Physician and the law, [Long] 334 
Physicians’ office att t 

and Sprunt] 668 
Physiology and anatomy, [Greisheimer] 395 
Physiology, human, [Winton and Bayliss] 393 
Plethysmography, digital, [Burch] 668 
Poliomyelitis, 668 
Polycythemia, [Lawrence] 667 
Practitioners’ conferences, [Forkner, ed.] 331, 


1, [Gotten 


5 
Pregnancy, plasma proteins in, [Mack] 556 
Prevention of disease in wnteed practice, 
[Givner and Bruger] 
Prostatectomy, suprapubic, ftir ntschak] 538 
Psychiatry, ynamic, practice of, [Masserman] 


200 
for the family physician, [Aldrich] 


treatment in, [Diethelm] 206 

Psychocutaneous medicine, [Obermayer] 201 

Pulmonary edema, acute, nn 668 

Pyramidal tract, [Lassek] 2! 

Renal failure, acute, alle 485 

Renal function, reflections on, [Robinson] 332 

Rheumatic diseases, textbook of, [Copeman, 
ed.] 393 

Salivary gland tumors, [Ross] 722 

Sexual precocity, ‘{olly] 395 

Shoulder and environs, [Bateman] 667 

Skin, diseases of, [Ormsby and Montgomery] 


Skin diseases, systemic associations and treat- 
_ ment of, [Wiener] 

Skin surgery, [Epstein] 751 

therapy of, [Riehl and Képf] 


Stress situations, [Liebman, ed.] 2 
Surgery, clinical, progress in, i’Smith, 272 
Surgery, general, operative technic in, [Cole, 


Surgery, minor, [Sutton] 331 

Surgery, minor, Christopher’s, 
DeBakey, 

Surgery of the 
332 


[Ochsner and 


Surgical forum, [American College of Sur- 
geons] 202 

Symptoms, relief of, [Modell] 537 

Therapy, current, 1955, [Conn, ed.] 142 

Therapy, current, 1956, C— ed.] 555 

Tobacco, biologic effects of , [Wynder, ed.] 333 


pulmonary, surgery of, [Forsee] 


Urology, [Campbell, ed.] 201 
Virology, introduction to, [Dalldorf] 751 
Vulva, diseases affecting, [Hunt] 31 


_| FA 


Cc 


CANCER: See also Breast; Colon; Lungs; etc. 
a mage warning, 548-E 
Is, [Cowdry] 537-BN 
chemotherapeutic, management of malignant 
diseases, [Hall] 425-COS 
— trial of Penn test, [Blossom et al.] 
coincidence of tumors and certain etiologic 
actors. Part I. Age and nutrition, 111*; 
Part II. Other disorders: structural fac. 
tors, [Burns] 173* 
common sense in, 218-Ex. 
in adults before —. ad p. 63 (Sept.)-Ex. 
malignancies of childhood Drees 427- 
S; discussion, [Norcross] 432-CO 
for the incurable cancer 
439-COS; discussion, [Baldwin 
1-COS; discussion, er] 442-CO 
frat ab about, BN 


See 
CARDIOVASCULAR SYSTEM: See also Ar- 
teries; Heart; Veins; etc. 
auxiliary heart, [Wasson] 752-BN 
hypotension: shock cardiocirculatory 
ailure, [Weil] 667- BN 
CARIES: See Teeth 
CASTS, large. plaster-of- es method of cool- 
ing, [Sullivan] 326- 
immobilization with plaster 
bandages, [Lowel 1} 
CATARACT, of making and 
closing, [DeWitt] 512-O0COO 
letters (“Methods of Making and 
Cataract Incisions”), [DeWitt] 689-L 
methods of lens extractions, [DeWitt] 515- 
Ocoo 
surgery, early ambulation in, [Adams] 519- 


surgery, modern, [Licklider] 511-OCOO 
CARDIAC: See Heart 
L PALSY: See Paralysis, cerebral 
CERVIX? See Uterus, cervix 
CESAREAN SECTION, anesthesia for, [Wolf] 
716-Anes. 
CHEMISTRY, physiologic, biochemical deter- 
minants of in ection, 364-Ex. 
physiologic, clinical biochemistry, 
and Trumper] 334-BN 
CHEMOTHERAPY: See also Drugs; Salicyl- 
ates 
management of malignant diseases, [Hall] 
425-COS 
CHEST: See Thorax 
CHILD WELFARE, ceegreme. directions in, 
[Mayo] ad p. 62 (June)-Ex. 
CHILDBIRTH: See Labor 
CHILDREN: See also Child Welfare; Infants; 
Pediatrics; under names of diseases; etc. 
accidents and poisonings, [Price] ad p. 59 
(Nov.)-Ex. 
association of irradiation with cancer of thy- 
[Clark] 480-CL 
to, [Davens] ad p. 45 
ec. )-Ex. 


[Cantarow 


influence of television on behavior and de- 
velopment, [Lavet] 223- 

making er easier for, [Work] 
ad p. 54 (Aug.)-E 

malignancies, (Dressler) COs; 
sion, [Norcross] 432 

marked decline in aeeudints among, ad p. 
86 (March)-Ex. 

= of vesical neck, [Thompson] 666- 


pediatric years, re: 486-BN 
retarded, mother of a retarded child suggests 
some pointers for —— [Patter- 
son] ad p. 73 (April)-E: 
school, mental health = [Vaughan] ad p. 
71 (March) -Ex. 
treating young children for hearing impair- 
[Hardy and Bordley] ad p. 62 
(Nov.)-Ex. 
unfinished business in maternal and child nu- 
trition, [Heseltine] ad p. 72 (May)-Ex. 
and mental health, 556- 


discus- 


new chemical agents in psychiatry, [Parsons] 
328-CL 


premedication in anesthesia—a changing con- 
cept, [Golden] 709-Anes. 
management Patients with head in- 
[Shea et al.] 1 
CHOLECYSTECTOMY: Gallbladder 
CHOLECYSTITIS: See Gallbladder 
CHOLECYSTOGRAPHY: See Gallbladder 
CHOLESTEROL: See Blood 
CHOREA, Sydenham’s, diagnosis and treat- 
ment ‘of, with presentation of case, [Mar- 
cus] 277-Ped. 
CHORIOCARCINOMA: See Uterus, cancer 
CHRISTMAS SEALS: See also Committee on 
Christmas Seals under American Osteo- 
pathic Association 
192-E 
CINERADIOGRAPHY: See Motion Pictures; 
Roentgen Rays 
CIRCULATION: See Blood, circulation 
CIRCULATORY SYSTEM: See Cardiovascu- 
lar System 


CIVIL AERONAUTICS ADMINISTRATION 
contract for pilot medical 


tudy, 

CIVIL DEFENSES 392-CL 

CIVILIZATION, role of primitive stresses in 
civilized life, [Morehouse] 625* 

CLAVICLE: See also Shoulder 

fracture immobilization with intramedullary 

Powe A wires and with Parham bands, 
[Siehl] 584-Orth. 

me oo ASSEMBLY: See Conventions and 


COGGESHALL, LOWELL THELWELL, new 
health assistant, 388-Pu.R 
ome. hypothermic anesthesia, [Virtue] 556- 


—— common, and sinusitis, [King] 275- 


commen. problem, ad une)-Ex. 
COLLE OF OST ‘OPA HI PHYSI- 
CEANS AND SURGEONS, a medical out- 
reach (Rehabilitation Center), 742-E 
COLLEGES: See also Bureau of Professional 
Education and Colleges under American 
Osteopathic Association; Education; under 
names of osteopathic colleges; etc. 
osteopathic, approved, 346-OE 
osteopathic, dates of next freshman matricu- 
lation, 348-OE 
osteopathic, expansion, 347-OE 
osteopathic, list of graduates, 1956, ad p. 82 
(June) 
COLON: See also Gastrointestinal System; In- 
testines 
atlas of operative technic, [Bacon and Ross] 
30-BN 


perineal colostomy, eee. 437-COS; discus- 
sion, [Koogler] 438-COS; discussion, 
[ 438-COS 
problem of roentgenologic examination of, 
[Corley] 665-CL 
COLOSTOMY: See Colon 
COMA: See Diabetes Mellitus 
DISEASES, [Top] 202- 
CONSTIPATION, severe, use of dioctyl so- 
dium sulfosuccinate (Aerosol O.T.) for, 
[Wilson and Dickinson] 138-CL 
CONVENTION, LOS ANGELES, 1955, 15-E 
CONVENTION, NEW YORK, 1956, 547-E 
advance application form, 609 
affiliated organizations, 601 
alumni associations, 604 
application for hotel accommodations, 614 
nee, bureau, and committee meetings, 


fraternities and sororities, 604 

hometown news release, 

instruction courses, 596 

make hotel reservations now, 613 

program, 589 

registration fees, 610 

registration rules—1956, 610 

schedule for — family, 599 

scientific exhibits, 

specialty boards, 600 

specialty colleges, 603 

studies in motion—a convention presentation 
(cineradiography), 547-E 

summary of 612 

teaching sessions, 5 

technical 1Clark] 606 

the New York meeting, 472-E 

when you go to the convention! 637-E 

CONVENTIONS AND MEETINGS: See also 
Convention, Los a 1955; Conven- 
tion, New York. 

~} “43 (Sept.), 49 (Oct.), 
43 ov.), 39 ec.), ‘Ja n.), 65 
(Feb.), 59 (March), 87 (April), 37 (May), 
57 “ une), 53 (uly), 41 (Aug.) 


rules concerning A.O.A. invita- 
tions, [McCaughan] 529, 
Washington conferences, R 
CONVULSIONS, diagnosis and treatment of 
convulsive disorders in children, [Livings- 
ton] 142-BN 
CORONARY DISEASE: See Arteries, coro- 
nary 
CORTICOTROPIN: See Adrenocorticotropic 
Hormone 


CORTISONE and salicylates, 
rheumatoid arthritis by 
[Busse] 700-CL 

fatal suppression of symptoms during hor- 
mone therapy, [Page] 330- CL 

—" of corticotropin and cortisone ther- 

in patients hypercholesteremia, 

TAdlersberg et al.] 5 

in immediate apoplectic stroke, 
[Russek et al.] 269-CL 

in osteoarthritis of rd intra-articular and 
injection of, [Cohen et al.] 


treatment of 
combination, 


—— of erythema nodosum, [Vigderman] 

COUGH, differential 
cough in the aged, [Arkin] 5 

syncope, [Derbes and Kerr] Wap. ‘ON 


IX 


chronic 
CL 


DEAFNESS: See also Hearing 
influenced by nodieanmabiith. [Bears] 526- 


DEATH: See also Infants, death 
“nen, leading causes, ad p. 81 (March)- 


causes, accidental deaths, ad p. 66 (Oct.)-Ex. 
rate: See Vital Statistics 
DEATHS: See 1956 YeEarBooK DirEcTOoRY 
oF OsTEOPATHIC Puysicians published by 
ee American Osteopathic Association; 
RUM OF OSTEOPATHY 
DEFRCTS: See Abnormalities and Deformities 
See Abnormalities and De- 


for 
DELINO UENCY and vandalism in juveniles, 
psychology of, [Brigham] 283-P Ped. 
juvenile, parental permissiveness and foster- 
ing in child rearing and their ed 
and Burke] 481-CL 
DENTISTR Y: See also Tee 
eo for orodental surgery, [Stratton] 
DERMATITIS: See Skin 
DERMATOLOGY: See Skin 
DIABETES MELLITUS, fluid and electrolytes 
in acidosis and coma; A. D. _ me- 
morial lecture, [Worrell] 373-CO 
mortality in recent years, ad p. 86 Feb.) 
simplified [Beardwood 
elly] 202-BN 
DIAGNOSIS: See also under names of spe- 
cific diseases 
combination of two or in a single pa- 
tient, [Maher et al.] 5 
differential, [Harvey 393-BN 
histamine. II: Histamine levels an symptom- 
atology of patients, [Taylor et al.] 730* 
surgical, elements of, [Gould] 31-BN 
DIAPHRAGM, diaphragmatic hernias, with 
special reference to esophageal hiatus hernia, 
[Karibo et al.] 498* 
DIET: See also Nutrition 
relation of breakfast wapnee to control of 
body weight, 172-Ex. 
DIGESTIVE SYSTEM: See Gastrointestinal 
System; Intestines; Stomach; etc. 
DIOCTYL SODIUM SULFOSUCCINATE, 
(Aerosol O.T.), use of, for severe consti- 
pation, [Wilson and Dickinson] 138-CL 
DISEASE: See also Diagnosis; under names 
of diseases; etc. 
chronic, 255-Ex. 
chronic, a medical outreach (Rehabilitation 
Center, College - Osteopathic Physicians 
and 74 
chronic, medical Boe ‘of the aged and chron- 
ically ill, [Homburger] 203-BN 
chronic, public health research in, [Dunn] ad 
p. 64 (March)-Ex. 
disabling, in disability, ad 
p. 79 (March)-E 
nature of ectengaiiiie medicine, 189-E 
oral manifestations of systemic disease, in- 
cluding those due to nutritional deficien- 
cies, [Kreshover] ad p. 63 (July)-Ex. 
prevention in everyday practice, [Givner and 
Bruger] 486-BN 
DISSECTION: See Anatomy 


DIVISIONAL SOCIETIES: See also Conven- 
tions and Meetings, 
id 1es, 1 


pr ts an 
DIZZINESS, practical management, [Lindsay] 
268-CL 


DOCTORS: See Physicians 
DORSOLUMBAR JUNCTION: See Spine 
— a. See also Pharmacy; and under names 
ugs 
Aneciee drug index, [Wilson and Jones] 


medical work of Food and Drug Administra- 
tion, [Holland] 507-SA 

new and _ nonofficial remedies, 
Medical Association] 206-BN 

DUODENUM, new antacid approach to ther- 

apy of duodenal and gastric ulcer and gas- 
troduodenitis, [Zimmerman] 11* 

ulcers: See Peptic Ulcer 


[American 


EAR: See Hearing; Otorhinolaryngology 
EDEMA and congestive failure related to ad 
ministration of Rauwolfia serpentina, [Pe- 
rera] 482-CL 
EDUCATION: See also Bureau of Profession- 
al Education and Colleges under Americap 
Osteopathic cee Colleges; etc. 
aims of, 293- 
medical, aid, 479-Pu.R 
medical, 52nd Annual Congress on Medical 
Education and Licensure, 532-Pu. 
merical, | in transition, [Richmond] ad p. 51 


osteopathic, [Mills] 337-OE 

osteopathic, an announcement, 314-E 

osteopathic, educational standards for osteo- 
pathic colleges, 343-OE 


osteopathic, educational supplement to THe 

JournaL, 335-OE 

osteopathic, Mead Johnson grants implement- 
e 

osteopathic, S. 849 (federal grants), [Swope] 
552-Pu.R 

osteopathic, 
366-E 

refresher courses deductible, 747-Pu.R 

ELBOW, surgery, [Smith] 272-BN 

ITY, death from current, 

70 (Fe 

ELECTROCARDIOGRAPHY: See Heart | 

ELECTROLYTES and fluid in diabetic aci- 
and coma; D. Becker memorial 

ure, [Worrell] 3 3-COL 

ELECTRONIC REACTIONS, Abrams, 

and the final aftermath, 470 

EMBOLISM, catastrophes tavetving the venous 

system, [Anderson] 185 

peripheral arterial; embolic, catastrophes in- 
volving the peripheral “arterial system, 
[Hickman] 117* 

EMERGENCIES: See also Accidents 

emergency treatment and management, 
[Flint] 201-BN 

surgical, in the newborn, [Ferguson] 391-CL 

EMOTIONS, prevention of emotional and _be- 
havioral disturbances, [Schumacher] ad p. 
69 (April)-Ex. 

EMPHYSEMA, a pneumonic and circulatory 
problem with neuromuscular mechanisms, 
[Daniel and Johnson] 543* 

ENDOCRINE GLANDS: See also under names 
of endocrine glands 

management of endocrine disorders of men- 
struation and fertility, [Jones] 271-B} 
practical endocrinology, [Hurxthal et al.] 


[Williams, ed.] 


teaching osteopathic technic, 


textbook _of endocrinology, 


483- 

ENDOMETRIOSIS, an_ eight-year 
[Sheets and Fetzer] 417-COS 
ENDORSEMENT: See State Boards 

ENTERITIS: See Intestines 

ENVIRONMENT, environmental causes _ of 
lung cancer, [Hueper] ad p. 71 (June) -Ex. 

-health and, dynamic impact of advancing 
technology, [Hollis] ad p. 50 (Aug.)-Ex. 
wee me therapy by intramuscular route in 

hest diseases, [Silbert] 749-CL 

EPIDEMIOLOGY: See also under names of 

258- 
the climate, 468-Ex. 

EPILEPSY, diagnosis and treatment of con- 
vulsive disorders in children, [Livingston] 
142-BN 

Milontin in treatment, [Zimmerman] 140-CL 

EPISTAXIS: See Nose, hemorrhage 

ERYTHEMA nodosum, treatment with corti- 
sone, [Vigderman] 183* 

ESOPHAGUS, conservative treatment of ste- 
nosing diseases, [Puestow] 29-C 

diaphragmatic hernias, with special reference 
to esophageal hiatus hernia, [Karibo et al.] 


survey, 


ESTROGEN given parenterally to control epi- 
staxis and hemorrhage after adenoidectomy ; 
preliminary report, [Menger] 554-CL 

EWING’S SARCOMA: See Tumors 

EXAMINING BOARDS: See Advisory Board 
for Osteopathic Specialists under American 
Osteopathic Association; National Board of 
Examiners for Osteopathic Physicians and 
Surgeons; State Boards; and under names 
of specialty boards 

EXERCISE, effect of unilateral static exercises 
on blood pressure, [Rasch] 627* 

emphysema, a pneumonic and _ circulatory 
problem with neuromuscular mechanisms, 
[Daniel and Johnson] 543* 
EXTREMITIES: See also Ankle; 
Legs; etc. 
lower, legging for ~ traction, 
and Robbins] 700-C 
ode of “and thromboendarter- 
ectomy in survival, [Baker, Sheldon, and 
Hickman] 462-COS 

EYELIDS, 
271-BN 

EYES: See also Cataract; Eyelids; Ophthal- 
mia; etc. 

perimetry, [Zuckerman] 204-BN 
prevention of retrolental fibroplasia, [Locke] 


Femur; 


[Anderson 


reconstructive surgery, [Hughes] 


useful knife for ophthalmic surgery, [David- 
son] 10* 


F 


FASCIA, female pelvic, and its behavior dur- 
ing parturition, [Stuart and Mines] 299* 

FATIGUE, diagnosis and treatment, [Burk- 
hardt] 665-CL 

FATS: See Blood, fats 

FEDERAL RULINGS: See Legal and Legis- 
lative, United States 

FEMUR, fractures of neck, [Eaton] 456-COS; 
discussion, 459. COS; discussion, 
[Siehl] 460-COS 


FERTILITY: See also Sterility 
management of endocrine 
[Jones] 271-BN 
studies, [Harrison, ed.] 333-BN 
FETUS: See Infants; Labor; Pregnancy; etc. 
FIBROSITIS and bursitis; clinical and thera- 
utic aspects, [Bayles] 330-CL 
FLUID and electrolytes in diabetic acidosis 
and coma; A. D. Becker memorial lecture, 
[Worrell] 373-COI 
clinical disorders of hydration and acid-base 
equilibrium, [Welt] 395-BN 
therapy, practical, in pediatrics, [Hill] 334- 


FOOD: See Diet; Nutrition; 
FOOD AND TADMINISTRATION, a 
public warning, 548-E 
work of, Holland] 507-SA 
FORCEPS: See also Labor 
endocervical, for evaluation of the cervical 
ctor in fertility, veers) 199-CL 
FOUNDAT TION FOR RESEARCH OF THE 
NEW YORK ACADEMY OF OSTEOP- 
ATHY, a part of the picture, 638-E; an 
editorial correction, 689-E 
FRACTURES: See also Casts; 
names of bones 
and joint, injuries, [Watson-Jones] 555-BN 
management, [McGrath] 559- 
rth 
immobilization with intramedullary Kirschner 
— and with Parham bands, [Siehl] 584- 
rth. 


disorders of, 


and under 


G 


GALLBLADDER, acute cholecystitis following 
surgical treatment of unrelated disease, 
[Glenn and Wantz] 699-CL 

importance of technic in cholecystectomy, 
[Glenn] 139-CL 

use of fat-rich meal 
[Whitaker] 27-CL 

GASTRODUODENITIS: See Duodenum; 
Stomach 

GASTROINTESTINAL SYSTEM: See also 
Colon; Intestines; Rectum; Stomach; etc. 

evaluation of the practice of routine post- 
—— nasogastric suction, [Eade et al.] 
138 


in cholecystography, 


ion exchange and adsorption agents in medi- 
cine, [Martin] 142-BN 
[Reed] 


GENETICS, medical, counseling in, 
555-BN 


GERIATRICS: See Old Age 

GONADS, effect of gonadectomy on dental 
caries: review of the literature, [Delman] 
138-CL 

GRENZ RAY: See Roentgen Rays 

GYNECOLOGY: See also Endometriosis; Men- 
struation; Vulva; etc. 

British practice, [Holland and Bourne, eds. ] 

141-BN 


modern trends, [Bowes, ed.] 722-BN 
surgical techniques, [Lowrie, ed.] 486-BN 


HANDICAPPED: See Abnormalities and De- 
formities; Rehabilitation 
HEAD, injury, use of chlorpromazine in man- 
. on of patients with, [Shea et al.] 140- 
. 


wounds and injuries, criteria for early diag- 
nosis and treatment of intracranial hemor- 
rhage, [Chapman] 209-NP 
HEADACHE: See also Migraine 
etiology and diagnosis, [Ruberg] 520-OCOO 
HEALTH: See also Insurance, health; Legal 
and Legislative; Public Health; etc. 
—_ Ley AEC state advisory group on, 


dgnanala impact of advancing technology on 
eee and, [Hollis] ad p. 50 (Aug.)- 
or (Murphy] ad p. 74 
(July)-Ex 
industrial: See Industry 
HEALTH, AN OSTEOPATHIC PUBLICA. 
TION, 125-E 
HEARING: See also Deafness 
impairment, treating young -children for, 
{Hardy and Bordley] ad p. 62 (Nov.)-Ex. 
HEART: See also Arteries, coronary; Cardio- 
vascular System; etc. 
— practical aspects, 


diseases, [Goldberger] 484-BN 

diseases, and industry, [Texon] 141-BN 

diseases, clues in the diagnosis and treatment 
_of, [White] 333-BN 

diseases, congenital, [Kaplan and Robinson] 
485-BN 

diseases, diagnosis, [Rushmer] 751-BN 

diseases, factors in trend of, ad p. 82 
(March) -Ex. 

diseases, new concepts in diagnosis and treat- 
ment of chronic cardiac cripple, [Strick] 


private? 


[Rogers] 


x 


li unc [Reich] 32-BN 

electrocardiography, [Dimond] 201- BN 

electrocardiography, primer, [Burch and Win- 
sor] 394-BN 

experiences with transaminase determinations 
in coronary disease, [Steinberg] 383- col 

is cardiac emergencies and, [Master et 
al.] 334-BN 

failure, congestive, auisiiont and metabolic 
aspects, [Wohl et al.] 197-CL 

fatal congenital pulmonary artery stenosis 
with interatrial shunt; some considerations 
and report of a case, [Magrill, Lavet, and 
Teplitz] 358* 

should the patient with a healed myocardial 
infarction avoid physical exertion?, [Walk- 
er] 390-CL 

the cardiologist looks at the skin, [Silverman 
and Bernstein] 197-CL 

HEMATOLOGY: See Blood 
HEMOSTASIS, arrest of bleeding, [Roskam] 


538-B 
—- infectious, 1953 and 1954, 164- 


HERNIA, [McVay] 536-BN 
diaphragmatic hernias, with special reference 
to esophageal hiatus hernia, [Karibo et al.| 


HILL-BURTON LAW: See Hospitals 
HIP, fractures: See also Femur, fractures 
fractures: five-year survey of hip fractures 
and advantages of professional teamwork, 
[Leonard, Mrstik, and Rasmus] 580-Orth.; 
hip fractures—problem of the aged, [Amal- 
fitano] 581-Orth. 

HISTAMINE, ry Historical summary of bio- 
dynamics of histamine liberation, [Taylor 
et al.] 684*; II: Histamine levels and 
symptomatology of patients, 730* 

HOARSENESS, importance of laryngoscopy, 
bronchoscopy, and esophagoscopy in man- 
agement, [Leuzinger] 442-COS; discussion, 
444-COS; discussion, [Seyfried] 

444- 


ORMONES! |S [Juni] 524-OCOO 


“HOR See Adrenocorticotropic Hor- 


ne; Endocrine Glands; Estrogen; etc. 
HOSPITALS: See also American Osteopathic 
Hospital Association 
approaches to the a ed of care, [Sheps] 
ad p. 57 (Jan.)-E. 
cooperation between  aetesie and x-ray de- 
partments in the small hospital, [Daven- 
port] 720-Anes. 
cutting costs and avoiding waste by proper 
planning, [Sanger] 652-Hos 
employee morale, [Silverman] 657-Hosp. 
financing hospital care in the United States; 
volume 1, [Commission of Financing of 
Hospital Care] 32-BN 
formation of a tissue committee; 
and value, [Peterson] 421-COS 
fractures of the hip: five-year survey of hip 
fractures and advantages of professional 
[Leonard, Mrstik, and Rasmus] 
Hill-Burton allotments, 195-Pu.R 
Hospital Supplement, 640-E 
hospitalization for mental disorders, ad p. 84 
(March)-Ex 
hospitalization of men at working ages, ad p. 
80 (June)-Ex. 
ideal aims of organization, 664-Ex. 
legal status of interns and hospital records, 
693-Pu.A 
liability for acts of staff, 643-Pu.A 
making hospitalization easier for children, 
[Work] ad p. 54 (Aug.)-Ex. 
management controls and reports, [Herbert] 
661-Hosp. 
nonprofit, and the corperate practice of medi- 
cine, 387-Pu.A 
osteopathic, approved for training of interns, 
99, 349-OE 
osteopathic, 
dents, 100, 
osteopathic hospital system; its opportunities 
and responsibilities in the service of health, 
[Levitt] 647-Hosp. 
osteopathic, registry, 99, 349-OE 
standardization of accounting systems, 
[Grant] 653-Hosp. 
standardization of statistics, [Clary] 659- 
osp. 
training of nursing aides and auxiliary help- 
ers, [Arnstein] 655-Hosp 
going on in eel [Swope] 650- 


Hos 
HOXSEY TREATMENT, a public warning, 


HUMIDITY, physiological basis of high hu- 
midity in prevention of neonatal mortality, 
[Smith] 29-CL 

HYALINE. MEMBRANE: See Lungs 

HYDRATION: See Fluid 

HYDROCORTISONE, report on use of pan- 
thenol cream with, [Ulbrich and Koprince] 


function 


approved for training of resi- 


HYPERCHOLESTEREMIA: See Blood 
HYPERLIPEMIA: See Blood, fats 
HYPERTENSION: See Blood Pressure, high 
HYPNOSIS, and narcotherapy, 
[ Rothman] 3 
television in a _ ee [Harris] 191-E 


HYPNOTHERAPY: See Hypnosis 
HYPNOTICS: See 
HYPOGLYCEMOSIS: See Blood, sugar 
HYPOPARATHY ROIDISM: See’ Parathyroid 
NSION: See Blood Pressure, low 


HYSTEROPEXY: See Uterus 


IMPAIRMENTS: See Abnormalities and De- 
formities 
INCISIONS: See Cataract 
INCOME TAX, refresher courses deductible, 
747-Pu.R 
INDUSTRY: See also Legal and Legislative 
accident prevention manual for industrial 
operations, 752-BN 
AEC state advisory group on health and safe- 
ty, 323-Pu.R 
heart disease and, [Texon] 141-BN 
prevention of back injuries through preplace- 
ment examinations, [Becker] 326-CL 
silo-filler’s disease, [Delaney et a/.] 750-CL 
INFANTILE PARALYSIS: See Poliomyelitis 
INFANTS: See also Children; Pediatrics 
death, perinatal, [Marsh] 157-OG 
feeding, physiology and —, # infant 
nutrition, [Meyer and Nassau] 751-BN 
morbidity and mortality in early clas, ad 
p. 85 (April)-Ex. 
newborn, ophthalmia [Smith and 
Halse] ad p. 48 (Sept.)-E 
newborn, perinatal deaths, [Marsh] 157-OG 
newborn, physiologic basis of high ig rsd 
in prevention of mortality, [Smith] 29-CL 
newborn, pulmonary hyaline membrane, pe 
vet] 286-Ped. 
newborn, 
son 
premature, of retrolental fibro- 
plasia, [Locke] 749-C 


eee. biochemical determinants, 364- 


[Pulaski] 270-BN 
—e- FTC approves TPC for, 389- 


hea subcommittee urges, 388-Pu.R 
INTERATRIAL SHUNT: See Heart 
INTERNSHIP: See Hospitals 
INTERVERTEBRAL DISK: See also Spine | 
herniation; evaluation of signs,” 
[Williams and Fullenlove] 480-C 
nonoperative treatment, including manipula- 
tion, for lumbar disk syndrome, [Mensor] 
329-CL 
INTESTINES: See also Colon; Gastrointesti- 
nal System; Rectum; ‘etc. 
diagnosis and management of obstruction, 
-COS; discussion, [Koog- 
er 
intestinal obstruction, R 
obstructions, [Wangensteen] 3 
regional enteritis, [Boyce] S56. BN 
staphylococcal enteritis as a complication of 
antibiotic therapy, [Austrian] 268-C 
of intestinal tract, [St. 
John] 4 L 
NAILING: See Frac- 
tures; Clavicle; Tibia 
IODINE: See Radioactivity 
ION EXCHANGE RESINS: See Resins, ion 
exchange 
IRRADIATION: See Radiation; 
Rays; Radioactivity; Radium 
ISONIAZID: See Tuberculosis 


emergencies in, [Fergu- 


Roentgen 


Jd 


— See also Ankle; Hip; Knee; Spine; 


[Watson-Jones] 555-BN 
severe adrenocortical insufficiency following 
[Harnagel and Kramer] 


JOURNAL OF THE AMERICAN OSTEO- 
— ae Surgical Issue 
Swe See Legal and Legisla- 
tive 
JURISPRUDENCE, MEDICAL, doctor and 
fre and the law, [Regan] 551-Pu.A; 
new medicolegal text, 324-Pu. 
the physician and the law, tone] 334-BN 
JUVENILES: See Adolescence 


K 


KIDNEYS: See also Urinary Tract; spectear 
acute renal failure, [Grollman] 485-BN 
diagnosis and treatment of pyelonephritis, 

[Taylor] 29-CL 


diminutive: congenital hvpoplasia and atrophic 
pyelonephritis, [Mathé] 666-CL 

prognosis in disorders, ad p. 68 (Oct.)-Ex. 

reflections on function, 

essential hypertension, [Pinder] 219- 


KINESIOLOGY: See Move 
KIN WILLIAM editorial cor- 
rection 
KIRKSVILLE COLLEGE OF OSTEOP- 
THY AND SURGERY, the Riley gift, 


8-E 
= WIRES: See Fractures; Clavi- 


KNEE, diseases, [DePalma] 31-BN 
— meniscal lesions, [Heleotis] 568- 
discussion, [Cole] 570-Orth. 
KNIFE, E, set for ophthalmic surgery, [ David- 


KYPHOSIS: See Spine 


L 


LABOR: See also Obstetrics; Pregnancy 
elective induction of, [Norton] 150-OG 
female pelvic fascia and its behavior during 

parturition, [Stuart and Mines] 299* 
forceps deliveries, [Dennen] 484-BN 
occiput posterior, [Danforth] 27-CL 
perinatal deaths, [Marsh] 157-OG 
prolonged, [Davis] 482-CL 

LABORATORIES, laboratory aids in diag- 

= of pediatric problems, [Patterson] 


Cc 
medical and public health laboratory meth- 
= [Simmons and Gentzkow, eds.] 270- 


LARYNGOSCOPY: See Larynx 

LARYNX, importance of laryngoscopy, bron- 
choscopy, and esophagoscopy in manage- 
discussion, [Houts] 444-COS; discussion, 
[Seyfried] 444-COS 
D poisoning in children, epidemiological 
and psychological study, [Mellins and Jen- 


-C 
LEGAL AND LEGISLATIVE: See at end of 


LEGS: See also Extremities 
er ee ulcerations, [Costello and Cos- 
tello 
lower, legging for skin traction, [Anderson 
and Robbins] 700-CL 
LENS EXTRACTIONS: See Cataract 
LEPTOSPIROSIS, public health, 
[Byrne] an 87 (Fe 
OST also Oste- 
opathy; Technic, Osteopathic; etc. 
coincidence of tumors and certain etiologic 
factors. Part II, other disorders: structural 
factors, [Burns] 173* 
importance of the dorsolumbar 
[Heilig] 351* 
in the obstetric patient; mechanism and clin- 
ical aspects, [Denslow] 146-OG 
LETTERS, (‘Evaluating Surgery Through 
G press Pathology,”” by Robert P. Morhardt, 
[Howe] 265-L 
of Making and Cataract 
Incisions”), [DeWitt] 689-L 
LEUKEMIA, ar and 
[Katz] 376-C 
Meadors] ad p. 78 (April)- 


junction, 


classification, 


LIBRARIES, osteopathic, dispensers of learn- 

ing, 

LICENSURE: See Legal and Legislative; State 
Boards 

LIFE, duration, gains in longevity are coun- 
trywide, ad p. 66 (Jan.)-Ex 

LITERATURE: See Book Notices; Books Re- 
ceived; and Current Literature Department 
of Index 

LIVER: See Biliary Tract; Hepatitis 

LONGEVITY: See Life, duration 

LOW-BACK PROBLEM: See Backache; In- 
tervertebral Disk; Spine; Technic, Osteo- 
pathic; etc. 

LUMBAR REGION: See_ Backache; 
vertebral Disk; Spine 


LUNGS: See also 

Tract; Tuberculosis; e 

acute edema, “668-BN 

cancer, environmental causes, 
p. 71 (June)-Ex. 

cancer, epidemiological tests of theories on 
etiology, [Haenszel] ad p. 63 (May)-Ex. 

cancer, evaluation of present status; diag- 
— therapy, and prognosis, [Small] 


cancer, x-ray diagnosis, [Rigler] 325-CL 

clinical physiology, [Drinker] 722-BN 

emphysema; a pneumonic and circulatory 
problem with neuromuscular mechanisms, 
[Daniel and Johnson] 543* 

hyaline membrane, [Lavet] 286-Ped. 

roentgen considerations in pulmonar 
matory disease, [Hylander] 758- 

treatment in internal medicine: antibiotic 
therapy of primary pulmonary abscesses, 
{Shoemaker et al.] 328-CL 


Inter- 


Respiratory 


[Hueper] ad 


inflam- 


XI 


LEGAL AND LEGISLATIVE 
legal status of interns and hospital records, 693- 


u. 
me 4 2 a hospital for acts of its staff, 643- 


nursing Pili and the law, [Lesnik and 
Anderson] 748-Pu.A; 752-BN 
Penns a, Osteopathic Practice Act amend- 


public health laws, 23-Pu.A 
United States 

authorizing commissioning of doctors of oste- 
opathy in Armed Services, 746-Pu.R 

bills in Congress, [Swope] 134, 696-Pu. R 

dependent medical care in the Armed Services, 
[Swope] 477-Pu. 

“disability freeze,” 643-Pu .R 

FTC approves TPC for insurance, 389-Pu.R 

health, 687-E 

Hill-Burton allotments, 195-Pu.R 

H.R. 483 (commissions for doctors of osteop- 
athy), [Swope] 477, 530-Pu.R 

H.R. 483 (commissions ‘for doctors of osteop- 
athy) becomes law, 

medical education aid, 479-Pu.R 

medical work of Food and Drug Administra- 
tion, [Holland] 507-SA 

medicine in national defense, 322-Pu.R 

new order for induction of regular registrants, 
31-Pu.R 

OASI, [Swope] 478-Pu.R 

public control of radiation eutaaens conclusion, 
[Hutton] ad p. 58 (Sept.)-Ex. 

Public Health Service expands Commissioned 
Reserve, 388-Pu.R 

refresher courses deductible, 747-Pu.R 

renew federal narcotic and marihuana permits, 


644-Pu.R 

S. 849 (federal grants), [Swope] 552-Pu.R 

Salk vaccine, 136-Pu.R 

Senate Subcommittee gets osteopathic bill, 25- 

Social Security (compulsory coverage of osteo- 
pathic physicians), 744-E 

subcommittee urges health insurance, 388-Pu.R 

— going on in Congress, [Swope] 650- 

osp. 


M 


MALPRACTICE: -See Lega! and Legislative 
MAMMARY GLAND: See Breast 
ee See also Technic, Osteo- 
pathic 
nonoperative treatment, including manipula- 
tion, for lumbar intervertebral disk syn- 
drome, [Mensor] 329-CL 
severe adrenocortical insufficiency following 
joint {Harnagel and Kra- 
mer] 267-CL 
MARIHUANA, renew federal permits, 644- 


Pu. 

MARRIAGE, more marriages in 1955, ad p. 88 
(March)-Ex. 

i MEDICA, position of water in, 


618-Ex. 
MATERNITY: See also Labor; 
Pregnancy 
twenty years of —— care, [Kirkwood] 
ad p. 53 (Nov.) 
business ‘maternal and child nu- 
(Heseltine] ad p. 72 (May) -Ex. 
MAYO CLINIC, [Wilder] 333-BN 
and 9 Foundation, collected papers of, 
[Hewitt et al., eds.] 205-BN 
McCAUGHAN, RUSSELL C., Executive Sec- 
retary, 314-E 
retires as Executive Secretary, 741-E 
portrait, 
MEAD JOHNSON GRANTS, an announce- 
ment, 314- 
implemented, 8-E 
EDICAL TRISPRUDENCE: See Jurispru- 
Medic: 
MEDICAL SERVICE: See Medicine; Public 
Health; etc. 
MEDICINE: See also Legal and Legislative; 
Narcotics; Osteopathy; etc. 
CAA signs $100 000 contract for pilot medi- 
cal study, 747-Pu.R 
dependent medical care in the Armed Serv- 
ices, [Swope] 477-Pu.R 
modern, failure of, 123-E 
osteopathic: See Osteopathy 
practice, nonprofit hospitals and the corporate 
practice of medicine, uA 
a, office procedures, [Williamson] 271- 


ed.] 


Obstetrics; 


conferences, [Forkner, 


preventive, contributions under- 


graduates to the science, 
(Jan.)-Ex. 
research progress in, 688- 
e 
MEETINGS: See Convention, Los Angeles, 
1955; Convetiian. New York, 1956; Con- 
ventions and Meetings; etc. 
MEMBERSHIP, A.O.A., for, ad 
pp. 6 «4 (Sept. ), 72 (Oct.), 70 (Nov.) 
lec.) 


ibson] ad p. 51 


HYPOTHERMIA: See Cold a 
HYPOTHYROXINEMIA: See Blood 
HYSTERECTOMY: See Uterus 

I 

(July), 60 (Aug.) 
|_| 


See Knee 
Montgomer 3, and Long] 389-CL 
MENSTROATI N and fertility, management 
of endocrine disorders of, t ones] 271-BN 
~ of e adolescent, 


{Wood 280-Ped. 

MENTAL EFICIENCY, association of ma- 
ternal and fetal factors with development, 
NTALDISE and Lilienfeld] 327-CL 

MENTAL DISEASES: See also Mental Hy- 

iene; Psychiatry; etc. 
chlorpromazine and mental health, 556-BN 
hospitalization for, ad p. 84 (March)- Ex. 
and narcotherapy, [Rothman] 


[McCarthy and Corrin] 


141- 
MENTAL HYGIENE, mental health for school 
children, [Vaughan] ad p. 71 (March)-Ex. 
prevention of emotional and behavioral dis- 
en [Schumacher] ad p. 69 (April)- 


medical treatment, 


MERATRAN, with reserpine; adjunctive use 
= treatment of Parkinson’s disease, [But- 


on] 501* 

METABOLISM, nutritional and metabolic as- 
pects of congestive heart failure, [Wohl 
et 197-CL 

standard values in nutrition and, [ Albritton, 


ed.] 206-BN 
MIGRAINE: See also Headache 
and periodic headache, [Leyton] 332-BN 
psychotherapeutic considerations in preven- 
tion and control, [Tuche] 212-NP 
MILONTIN in treatment of epilepsy, [Zimmer- 
man] 140-CL 
MOORE, HOBERT C., portrait, 16 
MORBIDITY: See Vital Statistics 
MORTALITY: See Vital Statistics 
MOTION PICTURES, studies in motion—a 
convention presentation, 547- 
MOUTH: See also Dentistry; Teeth 
anesthesia for orodental surgery, 
715-Anes. 
oral manifestations of systemic disease, in- 
cluding those due to nutritional deficien- 
cies, ad p. 63 (July)-Ex. 
MOVEMENT, of human body, 
30-B 
MYCOLOGY BI medical, [Keeney] 484- 


[Stratton] 


NARCOTHERAPY: See Narcotics 
NARCOTICS, and narcotherapy, 
[Rothman] 3 
renew federal i 644-Pu.R 
NASOGASTRIC SUCTION: See Gastrointes- 
tinal System 
nae BOARD OF EXAMINERS FOR 
EOPATHIC PHYSICIANS AND 
ad pp. 48 
(Nov.), 43 (Dec. 
50 (Jan.), 69 (Feb.), 63 (March), 62 
wie 62 (May), 61 (June), 56 (July), 


( 
NATIONAL, DEFENSE: See Armed Forces 
AUSEA: See Vomiting 
NECE. cervical syndrome, especiall 
tension problem: clinical 
cases, [Krusen and Krusen 
section radiography in clinical 
upper cervical area, [Rosenbaum] 760 
posture and “yen pain syndromes, 
700-C 
whiplash injuries; and complica- 
tions, [Wright] 564-Orth.; discussion, [Mc- 
Henry] 566-Orth. 
IS: See Kidneys 
NERVOUS SYSTEM: See also Brain; Neu- 
rology; Pyramidal Tract; etc. 
role of autonomic nervous system and kidne 
in essential hypertension, [Pinder] 219- NP 


NEUROLOGY: See also Brain; Nervous Sys- 


tem 
practical, [Davidoff and Feiring] 667-BN 


NEUROPSYCHIATRY: See American Col- 
lege of Neuropsychiatrists; Neurology; 
Psychiatry; etc. 

x: peculiar to the aged, [Bailey] 


NITROGEN DIOXIDE, 
[Delaney et al.] 750. “C 


NOMENCLATURE, an important undertaking 
on Standard Nomenclature), 


the 


disease, 


NOSE: See also Otorhinolaryngology 
hemorrhage, estrogen given patentecally to 
control epistaxis and hemorrhage after ade- 
preliminary report, [Menger] 
NOTES AND COMMENTS, 20, 126, 193, 262, 
317, 368, 473, 505, 549, 641, 690, 744-NC 
NURSES AND NURSING, surgical nursing, 
[Eliason et al.] 204-BN 


practice the [Lesnik and 
Anderson] 748-Pu.A; 752- 
training of nursing pe a auxiliary help- 
ers, [Arnstein] 655-Hosp. 
NUTRITION: See also Diet 
and ete standard values in, [Albrit- 
ton, ed.] 206-BN 
| the ad p. 45 (Aug.)- 


Pe of tumors and certain etiologic 
factors. Part I, age and nutrition, [Burns] 
111 

maternal and child, unfinished business in, 
[Heseltine] p. 72 (May)-Ex. 

nutritional and metabolic aspects of conges- 
tive heart failure, [Wohl et al.] 197-CL 

nutritional requirements and fa ists’ claims, 
[Griffith ad p. 57 (July)-Ex. 

oral manifestations of systemic disease, in- 
ciuding those due to nutritional deficien- 
cies, [Kreshover] ad p. 63 (July)-Ex. 


oO 


OBESITY, [Meyers] 735* 
problems in anesthesia, [Schwartz] 481- CL 
relation of breakfast regimen to control of 
body weight, 172-Ex. 
some considerations on rational approach to 
problem, [Northup] 165*; correction, 272; 


OBSTETRICS: See also Labor; Pregnancy; 
Puerperium; etc. 
anesthesia, [Hershenson] 536-BN 
appraisal of subpubic arch studies in pelvime- 
try, [Ogilvie] 764-R 
{Holland and Bourne, eds.] 


of difficulties, BN 

modern trends, [Bowes, 722- 

osteopathic lesion in the patient; 
= and clinical aspects, [Denslow] 


occt Pur POSTERIOR: See Labor 
OCCUPATIONAL THERAPY, value in reha- 
bilitation of cerebral palsy victim, [Arbuc- 
kle] 227*; clarification, 534 
OCCUPATIONS: See Industry 
OLD AGE, differential diagnosis of chronic 
cough in, [Arkin] 534-C 
geriatric anesthesia, [Lorhan] 483-BN 
geriatric — and general practi- 
tioner, 214-N 
hip fractures—problem of ae aged, [Amalfi- 
tano] 581-Orth. 
ope therapy for the aging, [Beal] 
medical care of the ont and chronically ill, 
[Homburger] 203-BN 
neuropsychiatric considerations peculiar to 
the aged, [Bailey] 220-NP 
— care of geriatric patients, [Eaton] 


manipulative therapy in geriatric 
practice, [Thomas] 539* 
use of silicone spray on = of bedridden 
tients, [Brusca] 
ag neonatoru [Smith and 
ee Osteopathic College 


Halse 48 (Sept.)-E 
and Otorhinolaryngol- 


ito OGY: 

ORTHOPEDICS: See also American Osteo- 
pathic feodomy of Orthopedics; Backache; 
Casts; Technic, Osteopathic; etc. 

apparatus, legging for lower extremity skin 
traction, [Anderson and_ Robbins] 700-CL 
care of geriatric patients, [Eaton] 302* 
clinical, [DePalma, ed.] 272, 334, 485, 721- 
operative ie clinics, [Cozen and 
Brockway] 272-B 
hopedic patient, [Starks] 6 
OSTEOARTHRITIS: See Spine 
OSTEOMA: See Tumors 


LOG TORHINOLARYN- 
to THE Journat, 
509-OCOO 
NEW YORK CITY, when you go to 
convention! 637-E 
OSTEOPATHIC LIBRARIES ASSOCIA- 
TION, dispensers of learning, 315-E 
OSTEOPATHY: See also American Osteo- 
pathic Association; Lesion, Osteopathic; 
Research, Osteopathic; Technic, Osteo- 
pathic; etc. 
an important undertaking (Committee on 
Standard Nomenclature), 687-E 
application of osteopathic principles in man- 
agement of arthritis, [Andrews] 355*; cor- 
rection, 486 
authorizing nieeing of doctors of oste- 
opathy in Armed Services, 746-Pu.R 
clinical study project, 125-E 
R. 483 (commissions of os- 
teopathy), [Swope] 477, 530-Pu.R 
H.R. 483 (commissions for phan of osteop- 
athy) becomes law, 743-E 
medicine in national defense, 322-Pu.R 
nature of osteopathic medicine, 189-E 


XII 


our noble heritage (Andrew Taylor Still Me- 
morial Address), [Northup] 289* 
Osteopathic Practice Act amend- 


road ahead for, 316-E 
role of specialist in physical medicine and 
rehabilitation in practice of osteopathic 
medicine of today, [Pritchard] 615* 
Segete Subcommittee gets osteopathic bill, 25- 


Social Security Komauteney coverage of os- 
teopathic physicians), 744- 
the profession ee. review, 313-E 
uses of the past, 367-E 
OTOLARYNGOLOGY, clinical application of 
flavonoids in, ic dman] 699-CL 
OTORHINOLARYNGOLOGY: See also Nose 
Osteopathic College of Ophthalmology ona 
Otorhinolaryngology; etc. 
diseases xe. the ear, nose and throat, [Morri- 
son 
OUR NOBLE HERITAGE, (Andrew Taylor 
Still Memorial Address), [Northup] 289* 


P 


PAIN: See also Backache; Thorax; etc. 
[White and Sweet] 394-BN 

PALATE, cleft, habilitation, [Baker] ad p. 48 
(Nov. )-Ex. 

PALSY: See Paralysis 

PANCREAS, practical management of disor- 
ders, [Twiss and Oppenheim] 204-BN 

PANTHENOL cream, with hydrocortisone, re- 
poo on use of, [Ulbrich and Koprince] 


248 
PARALYSIS, agitans, Meratran with reser- 
pine: adjunctive use in treatment of Par- 
inson’s disease, [Button] 501* 
cerebral, value of occupational and osteopath- 
ic manipulative therapy in rehabilitation of 
cerebral palsy victim, [Arbuckle] 227*; 
clarification, 534 
PARATHYROID, postoperative hypoparathy- 
roidism, [Buckwalter et al.] 535-CL 
PARENTS, parental permissiveness and foster- 
ing in child rearing and their relationshin 
juvenile delinquency, [Johnson and 
481-CL 
PARHAM BANDS: See Fractures 
DISEASE: See 


PARTURITION: 

PATHOLOGY, BN 
for the surgeon, [Boyd] 394- BN 
formation of a tissue committee; 

and value, [Peterson] 
human, [Karsner] 
letters, (“Evaluating “Surgery, Through Gross 
Pathology,” by Robert orhardt, D.O.), 
[How we} 265- 
PATIENTS, 739-Ex. 
doctor and patient, [O'Neill] 142-BN 
doctor rng patient and the law, [Regan] 551- 
Pu.A; 556-BN 

talking with, [Bird] 668-BN 

PEDIATRICS: See also American College of 

Pediatricians; Children; In- 
ants; et 

clinical, survey of, [Slobody] 270-BN 

laboratory aids of problems, 
[Patterson] 535-C 

pediatric diagnosis, {Green} 141-BN 

practical fluid therapy in, [Hill] 334-BN 

PELVIMETRY: See Pelvis 

PELVIS, female fascia and its behavior during 

parturition, and Mines] 299* 
appraisal of subpubic arch studies in obstetric 
pelvimetry, [Ogilvie] 764-R 
and herniations, [Wilson] 668-BN 
PEN T: See Cancer 
PEPTIC ULCER: and Texter] 721- 


ue treatment, [Gerber] 238* 
medical management of ere complica- 
tions, [Marshall et al.] 482 
new antacid approach to therapy of duodenal 
and gastric ulcer, [Zimmerman] 11* 
PERIMETRY: See Eyes 
PERINEUM, perineal colostomy, [Kohn] 437- 
COs; discussion, 438-COS; dis- 
cussion, [Stewart] 438-CO 
PERITONEUM, successful reperi- 
tonization of pelvic floor following radical 
excision for cancer of the rectum, [Trimpi 
and Bacon] 199-CL 
PERITONITIS, acute bacterial, intraperitoneal 
antibiotic administration in treatment of, 
[Schatten] 749-CL 


PERSPECTIVES, uses of the past, 367-E 
PHARMACY, vitamania, polypharmacy, and 


witchcraft, 494-Ex. 
AND REHABILI- 


MEDICINE 
ATION, 639-E 

a outreach (Rehabilitation Center, 
College % Osteopathic Physicians and Sur- 
geons), 742-E 

as a specialty, [Andrews] 619* 

physical medicine in rehabilitation of the or- 
thopedic patient, [Stark s] 622* 

physical 

role of specialist in, in practice of osteo- 
pathic medicine of today, [Pritchard] 615* 


Paralysis, 


function 


changes of address and new locations, ad pp. 
66 (Sept.), 72 (Oct.), 71 (Nov.), 58 
(Dec.), 70 (Jan.), 94 (Feb.), 91 (March), 
91 (April), 86 (May), 89 (June), 83 
(July), 63 (Aug ) 
192-| 
| 


See also Medicine; 
athy; 
a doctor’s book of hours, [Moore] 536-BN 
and the law, [Long] 334-BN 
doctor and patient, [O’Neill] 142-BN 
— and is and the law, [Regan] 551- 
geriatric eychiatry and general practi- 
tioner, 214-N 
new medicolegal text, 324- a A 
ee manual, [Gotten and Sprunt] 
osteopathic, obesity: some considerations on 
rational approach to problem, ({Northup] 
165*; correction, 272 
psychiatry for the family physician, [AI- 
drich] 205-BN 
telition with patients, [Bird] 668-BN 
e doctor writes, [ [Waif fe, ed.] 393-BN 
PHYSIOL if OGY and anatomy, [Greisheimer] 


human, [Winton and Bayliss] 393-BN 
in postural studies and evaluation, [Strachan] 


Osteop- 


textbook of anatomy and, [Kimber and Gray] 
485- BD 


PLASMA: See Blood 
PLETHYSMOGRAPHY: See Blood, circula- 


ee mortality in recent years, ad p. 
un 
a dectes’s book of hours, [Moore] 


porte AND POISONING: See also Lead; 


Salicylates; etc. 
poisonings, in children, [Price] ad p. 59 
POLIOMYELITIS, omg BN 
Szlk vaccine, 136-Pu.R 
Salk ees in 1956, 504-E 
POLYCYTHEMIA, {Lawrence} 667-BN 
OPERATIVE ARE: See Surgery 
POSTPARTUM CARE: See Puerperium 
POSTURE: See also Body Mechanics; Spine; 
etc. 
anatomy and physiology in postural studies 
and evaluation, [Strachan[ 7* 
and cervicobrachial pain syndromes, [John- 
son] 700-C 
body posture, 579-Ex. 
PRACTICE: a Medicine; Osteopathy; Phy- 
sicians; et 
PREGNANCY: See also Labor; 


outaietion of maternal and fetal factors 
with development of mental 
[Pasamanick and Lilienfeld] 327-CL 
late, hemorrhage of, [Fish] 485- ON 
nausea and vomiting of: preliminar 
Bonamine in sixteen patients, 
554-CL 
optimal age for, 708-Ex. 
plasma proteins in, [Mack] 556-BN 
PREMEDICATION : See Anesthesia 
PRESENTATION: See Labor 
‘ACCEPTANCE ADDRESS, 


[Moo 

PRESIDED TIAL Aneess. progress of a 
profession, [Moore] 7 

PROSTATECTOMY, 
schak] -BN 

PROTEINS: See Blood, proteins 


PSYCHIATRY: See also Mental Diseases; 

Psychotherapy; etc. 

and religion, conflicts between, 211-Ex. 

dynamic, practice of, [Masserman] 200-BN 

for the family physician, [Aldrich] 205-BN 

geriatric, and the general practitioner, 
[Nemerof] 214-NP 

new chemical agents in, [Parsons] 328-CL 

“total” therapy in allergy clinic, [Janiger and 
Lavet] 3* 

treatment in, [Diethelm] 206-BN 


PSYCHOLOGY of delinquency and vandalism 
in juveniles, [Brigham] 83-Ped. 
psychological study of lead ——- in chil- 
ren, [Mellins and Jenkins] 2 


PSYCHOSOMATIC MEDICINE, 
neous medicine, [Obermayer] 201-BN 
obesity, [Meyers] 735* 
PSYCHOTHERAPY: See also Mental Dis- 
eases; Psychiatry 
considerations in the prevention and control 
of migraine, [Tuche] 212-NP 
PUBLIC HEALTH: See also Health; Legal 
and Legislative 
canine —o and, [Byrne] ad p. 87 
-E. A. “Winslow lecture, 1955: man’s emer- 
gence <a health, [Hyde] ad p. 63 
(April)-E 
health assistant, 388-Pu.R 
health, 687-E 
health of the world, [Hyde] 128-SA 
“a or private? [Murphy] ad p. 74 
uly 
in a changing world, [Hilleboe] ad p. 76 
ay) -Ex. 
laboratory methods, Kot and, [Simmons 
and Gentzkow, eds.] 270-BN 
laws, 23-Pu.A 
mother of a retarded child suggests some 
pointers for professionals, [Patterson] ad 
p. 73 (April)-Ex. 


Obstetrics; 


trial of 
Seidner] 


[Hyrnt- 


osteopathic hospital system; its opportunities 
on responsibilities the service of health, 
[Levitt] 647-Hosp. 

osteopathic profession and, [Eveleth] 320-SA 

nae stress: public health implica- 
tions, [Frawley] ad pp. 55, 60 (Oct.)-Ex. 

public warning, 548- 

research in chronic disease, [Dunn] ad p. 64 
(March)-Ex. 

— expands Commissioned Reserve, 388- 


state and territorial health officers, 324-Pu.R 

PUERPE See also Obstetrics; 

and care, 

PY ELONE See Kidneys 
PYRAMIDAL TRACT: [Lassek] 200-BN 


RADIATION: See also Radioactivity; Roent- 

gen Rays; Radium 
control of; conclusion, [Hut- 
ton] a 8 (Sept.)- 

—" treatment of carcinoma of uterine 
eTVix, we 768- 
RADIOACT VITY, of uptake 
studies ps 110 patients with suspected thy- 

roid disease, [Simmers] 294* 

RADIUM, new method for applying in vagina 
in cases of uterine cervix, 
{Twombly and Rosh] 325-CL 

RAUWOLFIA SERPENTINA, edema and 
congestive failure related to administration 
of, [Perera] 482-CL 

management of moderate to moderately se- 
vere hypertension, [Pries] 495* 

Meratran with reserpine, adjunctive use in 
— of Parkinson’s disease, [Button] 


Preg- 
[Speir] 


new chemical agents in psychiatry, [Parsons] 


328-C 
R-CENTER METHOD: See Roentgen Rays 
RECIPROCITY: See State Boards 
RECTUM, atlas of operative technic: anus, rec- 
tum, and colon, [Bacon and Ross] 30-BN 
cancer, successful nonsurgical reperitoniza- 
tion of pelvic floor following radical exci- 
sion for, [Trimpi and Bacon] 199-CL 
REHABILITATION: See also Physical Medi- 
cine and Rehabilitation 
value of occupational and osteopathic manip- 
ulative therapy in rehabilitation of cerebral 
palsy victim, [Arbuckle] 227*; clarification, 


ek conflicts between psychiatry and, 


OF OSTEOPATHIC LI- 
CENSES, d Bp. 47 (Sept.), 53 (Oct.), 46 
(Nov.), 42. ( 51 (Jan.), 69 (Feb.), 
63 (March), 62 ‘apni, 61 (May), 60 
(June), 56 (July), 44 (Aug.) 

RESEARCH: See also Research, Osteopathic 

AEC research reactor policy, 323-Pu.R 

congenital disorders—a problem for, ad p. 
76 (March)-Ex. 

in mortality and morbidity, seme problems 
for, [Dorn] ad p. 75 (June)-Ex. 

progress in medicine, 688-E 

RESEARCH, OSTEOPATHIC: See also Bu- 
reau of Research; Committee on Christmas 
Seals, and Research Fund under American 
Osteopathic Association; Lesion, Osteo- 
pathic; etc. 

R-center method; new method for analyzing 
vertebral motion by x-rays, [Rosenberg] 


RESERPINE: See Rauwolfia Serpentina 

RESIDENCIES: See Hospitals, osteopathic 

RESINS, ion exchange and adsorption agents 
in medicine, [Martin] 142-BN 

RESPIRATORY TRACT: See also Cough; 
Lungs; Tuberculosis, pulmonary; etc. 

acute infections, 237-Ex. 
RETROLENTAL FIBROPLASIA: See Eyes 
arthritis and, [Steinberg] 


—— of rheumatic diseases, [Copeman, 


RILEY, GEORGE W., the Riley gift, 548-E 
ROAD AHEAD FOR OSTEOPATHY, 316-E 
ROENTGEN_ RAYS: See also Gallbladder; 
Pelvis; Urinary Tract; etc. 
association of irradiation with cancer of thy- 
pe children and adolescents, [Clark] 


cooperation between anesthesia and x-ray de- 
partments in the small hospital, [Daven- 
port] 720-Anes. 

ae ray therapy, [Bucky and Combes] 203- 


intraosseous venography; report 
on its use in skeletal an abnor- 
malities, [Lessmann et al.] 

radiation hazards to partici- 
x-ray examination, [Ritvo et al.] 


R-center method; new method for anal seen 


vertebral motion by x-rays, [Rosen 


103 
XIII 


studies in motion—a convention presentation 
(cineradiography), 547- 
[Hoch- 


why people seek diagnostic x-rays, 
baum] ad p. 67 (June); 729-Ex. 

ROSTERS, American Osteopathic ‘Association, 

1955- 56, 95 


divisional societies’ presidents and secretaries, 


officials “. state and provincial licensing 
boards, 1 


SALICYLATES, poisoning in children, [Erlan- 
son and Burke] 267-CL 
treatment of rheumatoid arthritis by com- 
bination of cortisone and, [Busse] 700-CL 
SALIVARY GLAND, tumors, [Ross] 722-BN 
VACCINE: See Poliomyelitis 
RCOMA: See Tumors 
SCHOOLS: See Colleges; Education; under 
s of Tp colleges; etc. 
SELECTIVE SERVICE, new order for induc- 
tion of regular registrants, 531-Pu. 
SEX, sexual precocity, [Jolly] 395- BN 
SHOCK, hypotension: shock and cardiocircula- 
tory failure, [Weil] 667-BN 
SHOULDER: See also Clavicle 
and environs, [Bateman] 667-BN 
INSURANCE: See _ Insurance, 


sILicONEs, use of spray on skin of bedrid- 
den ients [Brusca 
SILO-FILLER'S DISEASE: See Industry 
SINUSES, NASAL, common cold and sinusi- 
tis, [King] 275-Ped. 
SINUSITIS: See Sinuses, Nasa 
SKIN, atopic dermatitis [Baer]. 536-BN 
diseases, {Ormsby and Montgomery] 31-BN 
diseases, report on use of panthenol cream 
with [Ulbrich and Ko- 
prince] 2 
diseases, \... associations and treatment, 
[Wiener] 331-BN 
of bedridden atients, use of sflicone spray 
on, [Brusca L 
psychocutaneous medicine, [Obermayer] 201- 


surgery, [Epstein] 751-BN 

surgical planing of: complications and re- 
evaluation of indications, [Marmelzat] 700- 

the cardiologist looks at, [Silverman and 
Bernstein] 197-CL 

tuberculosis, therapy, [Riehl and K6pf] 200- 


BN 
SECURITY: See also Insurance, 


“disability freeze,” 643-Pu.R 
OASI, [Swope] 478-Pu.R 
L of doctors of osteop- 


SPECTALISM: See also Advisory Board for 
Osteopathic Specialists under American 
Osteopathic Association; and under names 
of specialty boards and’ specialties 

Boards of Certification, 396 
the specialty program, [Meyers] 365-E 
SPINE: See also Backache; Intervertebral 
Disk; Lesion, Osteopathic; Neck; Technic, 
Osteopathic; etc. 
Craig vertebral body biopsy, [Craig] 389-CL 
we of preadolescent kyphosis, [Fergu- 
son 
of the 
[Heilig] 351* 
intra-articular and paravertebral injection of 
seen in osteoarthritis, [Cohen et al.] 


dorsolumbar junction, 


prevention of back injuries through preplace- 
ment examinations, [Becker] 
R-center method; new method for analyzing 
vestsbeal motion by x-rays, [Rosenberg] 
51 (Oct.), re 
67 (Feb. (M 
oe ‘59 (May), 58 34. uly), 
Fifty- oman Annual Congress on Medical 
Education and Licensure, 532-Pu.A 
issuance by professional licensing boards of 
licenses on the basis of reciprocity or en- 
dorsement, 132-Pu.A 
officials of state and provincial licensing 
boards, 102 
STATISTICS: See Vital Statistics 


STERILITY: See also Fertility 
endocervical forceps for evaluation of the 
es factor in fertility, [Palmer] 199- 


STILL, ANDREW TAYLOR, MEMORIAL 
ADDRESS, our noble heritage, [Northup] 


STOMACH: See also Gastrointestinal System 
new antacid ap — to fhetapy of gastro- 
duodenitis, [Zimmerman] 
tubeless analysis, [Galembos and Kirs- 
ner] 391-CL 
ulcer: See Peptic Ulcer 
STRESS, anxiety and, [Basowitz et al.] 202-BN 
ph siolo ical, public health implications, 
iF Fraw ey] ad. pp. 55, 60 (Oct.)-Ex. 


role of primitive yee in civilized life, 
[Morehouse] 625 
situations, [Licbman, ed. 205- BN 
TUDENT LOAN FUN See Christmas 
Seals; and Committee on Christmas Seals 
and Committee on Student Loan Fund un- 
der Osteopathic Association 
STUDEN See also Colleges; Education; 
etc. 
contributions by medical undergraduates to 
science medicine, [Gib- 
on} a ad p. Jan.)-Ex. 
SUBPUBIC RRCH: See Pelvis 
SUCTION: See Gastrointestinal System 
SURGERY: See also American College of 
Osteopathic Surgeons; Orthopedics; under 
names of specific organs; etc. 
acute cholecystitis following surgical treat- 
ment of unrelated disease, [Glenn and 
Wantz] 699-CL 
anesthesia for the selected case, [Tomajan] 
703-Anes. 
clinical, progress in, [Smith, ed.] 272-BN 
cyclopedia of —— surgery, specialties, 
[Piersol, ed.] 32-B 
evaluation of the +e of routine postop- 
erative nasogastric suction, [Eade et al.] 
formation of a tissue commenuanes function 
and value, [Peterson] 421-C 
general, operative technic in, [Cole, ed.] 333- 


letters, (“Evaluating Gross 
Pathology,” by Robert P. Morhardt, D.O.), 
[Howe] 265-L 

minor, [Sutton] 331- BN 

[Ochsner and DeBakey, 
eds 

al ambulatory patient, [Ferguson] 332- 

orthopedic: See Orthopedics 

pathology for the surgeon, [Boyd] 394-BN 

plastic, reconstructive surgery of the eyelids, 
[Hughes] 271-BN 

postoperative [Buckwal- 
ter et al.] 535-CL 

recognition ae management of thromboem- 

lism in yy patient, [Costello 

and Costello] 460-C 

surgical forum, [American College of Sur- 
geons] 202-BN 

surgical infection, [Pulaski] 270-BN 

surgical nursing, TEliason et al.] 204- BN 


1.] 666-CL 
SYMPATHECTOMY. and _ thromboendarterec- 
tomy in extremity survival, role of, [Bak- 
er, Sheldon, and Hickman] 462-COS 
SYMPTOMS: See also Diagnosis; and under 
names of diseases; etc. 
relief of, [Modell] 537- BN 


T 


TECHNIC, OSTEOPATHIC: See also Oste- 

x thy 

rtance of 
Heilig] 351* 

=k therapy for the aging, 


the dorsolumbar junction, 


[Beal] 


manipulative therapy 
[Thomas] 539* 
teaching, 366-E 
value of therapy in_rehabilita- 
joe of cerebral palsy victim, [Arbuckle] 
27*; clarification, 534 
TECHNOLO GY, advancing, dynamic impact 
ro environment and health, [Hollis] ad p. 
0 (Aug.)-Ex. 
TEETH: See also Dentistry 
effect of gonadectomy on dental caries: re- 
view of the literature, [Delman] 138-CL 
a = the tooth, [Leicester] ad p. 45 


(Aug. )-E 
TELEVISION. in a trance, [Harris] 191-E 
influence on behavior and development of 
children, [Lavet] 223-NP 
a KS: See Book Reviews; Books Re- 


ived 
THERAPEUTICS: See also Medicine; Oste- 
opathy; Technic, under names 
of diseases and drugs; 
Cornell conferences on ‘Zoos, [Gold, ed.] 
271-BN 
current therapy 1955, [Conn, ed.] Pr “BN 
current therapy 1956, [Conn, ed.] 555-BN 
relief of symptoms, [Modell ] 537- BN 


in geriatric practice, 


THORAX: See also Heart; Pneu- 
monia; etc. 
chest ‘therapy intramuscular route in 

est diseases, [Silbert] 749-CL 
ymposium on diagnosis of pain, 553- CL 

THORAZINE: See Chlorpromazine 
ROAT: also oarseness; 


uni] 522-OCOO 
THROMBOEMBOLISM: See also Embolism; 
hrombosis 
in postoperative patient, recognition and ma 
[Costello and Costello] COS 
THROMBOENDARTERECTOMY: See 
Thrombosis 
THROMBOSIS, role of sympathectomy and 
thromboendarterectomy in extremity sur- 
vival, [Baker, Sheldon, and. Hickman] 
462-COS 
venous, and obscure visceral carcinoma: re- 
port of ten cases, [Perlow and Daniels] 


Lungs; 


Otorhino- 


65-C 
THYROID rig during operation, [Golden- 
berg et al.] 666-CL 
association of irradiation with cancer of thy- 
ode children and adolescents, [Clark] 
80- 


disease, suspected, results of I uptake 
studies on 110 patients with, [Simmers] 
* 


surgical management, [Tavener and Smith] 


THYROXIN: See Blood 

TIBIA, intramedullary nailing in relationship 
to avascularity at fracture site; with review 
cases, [Segel] Orth.; discus- 

[Hutchison] 579-Orth 

TISSUE COMMITTEE: See Pathology 

TISSUES, intraosseous venography; prelimi- 
nary report on its use in skeletal and soft 
abnormalities, [Lessmann et al.] 


9-CL 
TOBACCO, biologic effects, [Wynder, ed.] 


333 
TOOTHPICKS, intestinal tract, 
[St. Joh 
TRAC 4 = , the ‘trachoma story, 
1 (Feb.)-Ex. 
TRACTION: See Orthopedics, apparatus 
TRANSAMINASE, determinations in coronar 
cor experiences with, [Steinberg] 383. 


injuries of 


[Siniscal] 


Cc 

TRAUMA: See Wounds and Injuries 

TREATMENT: See Medicine; Osteopathy; 
Technic, Osteopathic; Therapeutics; under 
names of diseases and drugs; etc. 

TRENERY MEMORIAL LECTURE, evalua- 
tion of present status of carcinoma of 
lung; diagnosis, therapy, and prognosis, 
487* 

TREVIDAL, new antacid approach to therapy 
of duodenal and gastric ulcer and gastro- 
duodenitis, [Zimmerman] 11* 

TUBERCULOSIS among children, marked de- 
cline, ad p. 86 (March)-Ex. 

continuing, price egeiety pays ‘for, [Hilleboe] 
ad p. 66 (July)-E 

experiments with leonbeatil as a preventive 
tuberculosis, ad p. 67 
(Oct. )-E 

indefinitely 4 prolonged chemotherapy, [Dooneief 
et al.] 392-CL 

pulmonary, analysis of resection in 513 cases, 

[Cole and Alley] 267-CL 

pulmonary, sday medical management, 

[Hetzler] 384-COI 

pulmonary, surgery, [Forsee] 203-BN 

TUMORS: See also Cancer; Uterus; etc. 

coincidence of, and certain etiologic factors. 
Part I. Age and nutrition, 111*; Part II. 
= disorders: structural "factors, [Burns] 
173* 


Ewing’s sarcoma, [Miller] 677* 
osteoid osteoma, [Brimfield] 570-Orth. 


Ct 


ULCERS: See Legs; Peptic Ulcer; etc. 
UNITED STATES: See Legal and Legisla- 
tive, United States 
URINARY TRACT: See also Kidneys; Urol- 
ogy; etc. 
preliminary clinical evaluation of Hypaque 
in excretory urography, [Lowman et al.] 


use of Benadryl to decrease reactions in in- 
travenous urography, [Wechsler ] 699-CL 


UROGRAPHY: See Urinary Tract 
— See also Kidneys; Urinary Tract; 


201-BN 
also Endometriosis; 
big etc. 
cancer, choriocarcinoma, [Davis] 725* 
cervix, endocervical forceps for evaluation 
a factor in fertility, [Palmer] 
1 
cervix, ioentiotion treatment of carcinoma, 
[Robinson] 7 
cervix, new Ben for applying radium in 
vagina in cases of carcinoma, [Twombly 
and Rosh] 325-CL 
cervix, routine for diagnosis and treatment 
of common lesions, [Bryson] 154-OG 
hemorrhage of late pregnancy, [Fish] 485-BN 
hysterectomy, [Burch and Lavely] 272-BN 
— xy—its surgical application, [Stahl] 
discussion, [Lamb] 447-COS 


Labor; 


Vv 


VAGINA, routine for diagnosis and treatment 
of common lesions, [Bryson] 154- G 
VANDALISM: See Delinquency 
VARICOSE VEINS, diag and 
ment, [King] 252* 
superficial, modern [ Mattocks] 
256* 


treatment, 


surgical management of, on a semiambula- 

tory basis, [Cohen and Nabatoff] 198-CL 
=, See Cardiovascular System; Embo- 
Varicose Veins 


VENOGRAPHY, See Roentgen Rays 
VERATRUM, management of moderate to mod- 
erately severe hypertension, {Pries] 495* 
VERTEBRAE: See Lesion, Osteopathic; Spine; 
Technic, Osteopathic 
ne to virology, [Dalldorf] 


VISCERA: See also under names of viscera 
venous thrombosis and obscure visceral car- 
cinoma: report of ten cases, [Perlow and 
Daniels] 665-CL 
in 5, ad p. 80 (March)-E x. 
home pore Pod kill more men than women, 
ad p. 86 (April)-Ex. 
methine and mortality in early infancy, ad 
p. 85 (April) -Ex. 
<r at new minimum, ad p. 65 (Oct.)- 


ouietaiite continues at record low in 1955, ad 
p. 83 (April)-Ex. 
reduction ag mortality past midlife, ad p. 67 
an. 
some ott + for research in mortalit Ea 
morbidity, [Dorn] ad p. 75 (June)- 
VITAMINS, vitamania, polypharmacy, 
witchcraft, 494-Ex. 
VOCATIONAL ERAN, guide to earning 
a living, [Cunningham and Reed] 751-BN 
VOMITING, of pregnancy, nausea and: pre- 
liminary trial of Bonamine in sixteen pa- 
tients, [Seidner] 554-CL 
VULVA, diseases affecting, [Hunt] 31-BN 
routine for diagnosis and treatment of com- 
mon lesions, [Bryson] 154-OG 


WwW 


WATER, position in the materia medica, 618- 
WHIPLASH INJURIES: See Neck 
WOMEN: See also Maternity; 
Pregnancy; etc. 
accidental injuries, [McNeil] 28-CL 
chronic iliac pain, [Atlee] 537-BN 
WORDS, 683-Ex. 
WORLD HEALTH ORGANIZATION, health 
of the world, [Hyde] 128-SA 
WOUNDS AND INJURIES: See also Abdo- 
men; Accidents; Neck; etc. 
— injuries to women, [McNeil] 


Obstetrics; 


x 
X-RAYS: See Roentgen Rays 


= 


